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HR 60-393VA 


2? May I 960 

MUs Suaea J* Woodbury 

\ 

Dear HU* Woodbury; 

Alloa Dull**, Director of Central Intellisrnco , 
asked m to reply to your latter of 21 Hay, and to tell 
you that the infarction which you request ie not 
« t » liable from CIA. 

Thank you far your inquiry* 

Sincerely, 



ODCl/SJQro§#n/nhh 
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Stanley J. Grogan 
Aasiatant to the Director 
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